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Defeftus exigui Lunaris Obfervationes^Grenovicl ha- 
bit<z Junii 1 6. 1 684^. m. n.feq. a Johanne Fiam- 
fteedio.Math.Reg. 



Dlfficillima fuerit parvae hujus Eclipfis obfervatio, 
propter obliquam fante in umbram tcrr^g Inciden- 
tiam, Umbraeque ipfius tenuitatem, per quam limbum 
Luna, media etiam Eclipji, fatis diftin&e cernere potui- 
mus. Partes dhdmetri tunc ab umbra vera deficientes, 
propter confufos ejus terminos accurate definire non Ii- 
cuit. Diftantiam ergo ccepi inter cufpides male definitos, 
circa medium defectus, equa di&se partes facile deduci 
poffint, & cum erroris minore periculo Ccelum habuimus 
toto tempore Eclipfis fatis ferenura. Obfervata fic fe ha- 
bent. 
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£0 x8JLimbus A»ftrinus haud adhuc 
limbi borei claritudinem re- 
cuperaverat- Sed lux ejus he 
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